
About CAI Restoration Services 

Time is the greatest enemy of man's constructions. Even the most durable of structures suffers 
from the onset of age and the elements. CAI Restoration Services, a division of Contract 
Applicators, Inc., is a company designed to help the building owners, property managers, 
construction managers, and design consultants get the most out of their facilities. We offer 
unique and specialized services targeted towards renovation and reconstruction (i.e.: 
restoration and specialized maintenance of manufacturing plants, warehousing buildings, office,- 
and industrial buildings). 

This profile outlines our company, its principal members, its history and a partial list of clients. 
It gives you a brief review of who and what we are. Our special services and unique products 
fulfill a wide variety of needs and concerns of today's building owners and managers. This 
profile is only a brief introduction to CAI and our services. We encourage you to contact our 
technical consultants to find out more about how we can help you. 




CAI is an Eco-friendly Construction and Consulting Services Company to the 
Building Restoration and Construction Industries. CAI caters to the concerned 
building owner / manager. 

Welcome to the CAI - Enterprises' website, an online service of CAI Restoration Services - 
Contract Applicators, Inc. CAI is a multifaceted organization offering both Eco-friendly 
Construction and Consulting Services to the building restoration and construction industries. 
With CAI's (GC) general contractor background and specialized direct trades responsibility. 
We have served in the following industries for decades: Office and Commercial Building, 
Manufacturing Plants, Chemical Plants, Pharmaceutical Manufacturing, Food Processing, 
Water Treatment Plants, Warehousing & Distribution Buildings, Government & Municipal 
Buildings. 



Building Restoration Services 



• CAI is an Eco-friendly Construction and Consulting Services Company to the Building 
Restoration and Construction Industries. CAI caters to the concerned building owner / 
manager. 

• Over the years CAI has been confronted with and solved many technical construction 
issues & challenges with IE: Building Envelope Systems, Masonry & Concrete Work, 
Structural Building Work, Foundations issues, Mechanical/Electrical and Site Work 
related issues. 

• CAI is a general contractor (GC) which has an extensive technical background in 
specialized trades. We have direct responsibility with hands on experience in the 
specialized trades & Project Management. We can help you in solving the most difficult 
technical problems. 

• We can do all of this economically with our cost saving creative (out of the box) 
thinking utilizing available 2 D & 3D CAD Rendering Design Drawings, Pre- 
Engineered Building Component Systems along with our Value Engineering Project 
Service. 

• CAI has three generations of expertise in handling the challenging projects that stymie 
our competitors. We were"Green"before the Green word was invented we were Eco- 
Friendly then too! 

RESTORATION PROJECTS 



Trinitas Medical Center Roof Rehabilitation/ Restoration Project, Elizabeth, NJ 




Cablevision Foundational Underpinning Stabilization Project - Paterson, 
New Jersey 








The Cablevision Foundation Underpinning & Stabilization Project was a re-development 
project from a previously abandoned project that was purchased from the City of Paterson by 
Dornoch Holdings, LLC. The project is in the City of Paterson on 75-81 Ellison St. just down 
the block from Lou Costello Memorial Park (Renowned Comedian), located in Northern New 
Jersey. 

When the project was being constructed it was discovered by the contractor while excavating 
of the elevator shaft pit they encountered demolition debris. After further excavating and 
probing it was determined the debris was probably from the prior structure on the site. It was a 
possibility that the rest of existing pier footings was also constructed over unsuitable soils IE: 
demolition debris, cobble stones, broken bricks, masonry debris, etc. The project architect was 
then advised of the problem. A soil engineer was called in to inspect and he did additional 
testing and verified the situation of the unsubtle soil conditions of the site. The soil would not 
support the design loads of the proposed new building. 



CAI Restoration Services Contact Information 



CAI Restoration Services 

a Div. of Contract Applicators Inc. 

PC Box 374 

Berkeley Heights, New Jersey 07922 



Tel: (908) 289.7000 or (908) 322-7220 

Fax: (908) 322-7122 

E-mail: techinfol@cairestoration.com 



Shop/Warehouse 

3651 South Clinton Ave 

South Plainfield, New Jersey 07080 



http://www.cairestoration.com 



